DART AEROSPACE LTD 


Description: QUICK CONNECT NIPPLE 


Work Order: 
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INSPECTION SHEET 
A RETE NC B 
uL m Tolerance niunt Accept | Reject Hob Comments 
Ø .417 + 005 
Ø .375 + .005 
| 98272 + .005 
Ø .172 + .005 
1.100 +.005 
600 + .005 | T 
.500 + .005 
.485 + .005 
pe 433 + .005 
.340 + .005 
287 + .005 | m 
.230 + 005 
.200 + .005 
.187 + .005 
.028 + .005 um pa 
R .083 + .005 / - .002 
105° +.5° 
37° IN £.5* 
.02 X 45? £.010 X.5? I 
.02 X 30? £.010 X.5? 
7/16 - 20 UNF GO / NO-GO E 
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Measured by: Checked by: QC Inspector: 
Date: Date: | Date: 
| Engineering Approval: |. Date: 
(If necessary) 
Date Change Revised by Approved 
13-Jul-20 | New Issue Meel E 
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